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January 27, 2003 


VIA FACSIMILE AND U.S. MAIL - r6Q9J 4S2-9865 

James W. Lovett, Esq. 

Corporate Vice President 
General Counsel and Secretary 
Covance, Inc. 

210 Carnegie Center 
Princeton, NJ 08540-6233 

Dear Mr. Lovett: 

Further to your conversation with Paula Desel today, this letter provides conflnnation 
that an Illinois court today issued an order against Philip Morris USA Inc. (formerly 
Philip Moms Incorporated, referred to herein as “Philip Morris USA”) prohibiting and 
enjoining any investigation or study of any member of a class action pending in Illinois in 
relation to Philip Morris USA Project No. 1337 (A Multi-Center Study to Determine the 
Exposure of Adult U.S. Smokers to Cigarette Smoke). The order should be considered 
applicable to Covance Clinical Research Inc. (“Covance”), all approved Covance 
subcontractors, Philip Morris USA, and the respective employees of each. Notice should 
be provided by Covance to all subcontractors by forwarding this letter by fax and copying 
me. 


The class action case is formally known as: 

SUSAN MILES, LINDA J. MCHATTON, SHARON PRICE, CHRISTINE WHITT, 
AND MICHAEL FRUTH, individually and on Behalf of All Others Similarly Situated, 

PLAINTIFFS, 

vs. 

PHILIP MORRIS COMPANIES INC. AND 
PHILIP MORRIS INCORPORATED, 

DEFENDANTS. 

CIRCUIT COURT, THIRD JUDICIAL CIRCUIT 
MADISON COUNTRY, ILLINOIS 

Case No. OO-L-112 


PM3006633178 


Source: https://www.industrydocuments.ucsf.edu/docs/lhdj0001 
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Miles involves two Philip Morris USA cigarette brands - Marlboro Lights, sold in Illinois 
since 1971, and Cambridge Lights, sold in Illinois since 1986. The class is defined as 
follows: 

All persons who purchased Defendants’ [Philip Morris USA’s] Marlboro Lights 
and Cambridge Lights cigarettes in Illinois for personal consumption, from the 
first date that Defendants sold Marlboro Lights and Cambridge Lights in Illinois 
through Febmary 1, 2001. 

For each actual study participant visiting the site for a scheduled site visit, inquiry should 
be made by Covance or each approved subcontractor whether the actual study participant 
is within the class. For each potential study participant, inquiry should be made by 
Covance or each approved subcontractor at the time of initial telephone contact whether 
the potential study participant is within the class. For purposes of this Order, a person 
is within the class if he or she purchased in Illinois Marlboro Lights or Cambridge 
Lights at any time in any amount since 1971 regardless of his or her state of 
residency. If the inquiry reveals that the person may be a class member, all contact with 
the person should be immediately suspended except to notify the person that a court order 
requires suspension of their participation in the study until further notice. Additionally, 
all further analysis of any existing data for any identified class member should be 
immediately suspended until further notice. 

Violation of the order may subject you, your approved subcontractors, Philip Morris USA 
and the respective employees of each to severe penalties and must be complied with in all 
respects. We will contact you within the next 24 hours to provide further direction. In 
the interim, questions about the court’s order should be directed to me at the number 
above or to Paula Desel at (804) 274-2456 in Richmond or (917) 663- 3203 in New York. 

Sincerely, 



KBO:pdw 
cc: U. Nyffeler 

R. Solana 
H. Roethig 
J. Oey 

D. Keane, Esq. 

P. Desel, Esq. 

J, Mulderig, Esq. 
M. Sieja, Esq. 

A. McCann, Esq. 
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